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Fibroblasts 
Apoptosis induction in synovial fibroblasts by ceramide: in vitro and in 
vivo effects (Ichinose et al). 1998;131:410-6 
Haptotactic and growth stimulatory effects of fibrin(ogen) and throm- 
bin on cultured fibroblasts (Gorodetsky et al). 1998;131:269-80 
Fiow cytometry 
Platelet adhesion onto artificial surfaces: inhibition by benzamidine, 
pentamidine, and pyridoxal-5-phosphate as demonstrated by flow 
cytometric quantification of platelet adhesion to microspheres 
(Gemmell). 1998;131:84-92 
Quantitative assessment of platelets, platelet microparticles, and 
platelet aggregates with flow cytometry (Matzdorff et al). 
1998;131:507-17 
Variegated transfer of recombinant glycosylphosphatidylinositol- 
anchored CD4 among cultured cells: correlation of flow cytomet- 
ric and microscopic observations (Miller et al). 1998;131:215-21 
Fragile X syndrome 
Assessment of FMRI expression by reverse transcriptase—-polymerase 
chain reaction of KH domains (Hmadcha et al). 1998;131:170-3 
Free radicals 
Auto-destruction of the articular cartilage and free radical mediators 
(Miyagi et al). 1998;131:146-50 
The role of oxygen free radicals in cisplatin-induced acute renal failure 
in rats (Matsushima et al). 1998;131:518-26 
From the Chicago meetings 
Nitric oxide: a mediator of esophageal motor function (Conklin). 
1998:131:10-20 
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Gastric mucosa 
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Rat gastric mucosal cells express ICAM-1 and proinflammatory 
cytokines during indomethacin-induced mucosal injury (Okada et 
al). 1992; 131:538-47 
Gastroesophageal reflux 
Acute acid exposure increases rabbit esophageal cell proliferation 
(Carpizo et al). 1998;131:157-62 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:111-4 
Gender factors 
Interaction of gender and dietary protein on renal growth and the renal 
growth hormone-insulin-like growth factor axis (Murray et al). 
1998;131:360-9 
Longitudinal changes in dehydroepiandrosterone concentrations in 
men and women (Nafziger et al). 1998;131:316-23 
This month in J Lab Clin Med (Hammerschmidt). 1998; 131:287-9 
Genotype 
DD genotype of the angiotensin I-converting enzyme gene is a risk fac- 
tor for early onset of essential hypertension in Japanese patients 
(Nakano et al). 1998;131:502-6 
Glomerular mesangium 
Atherogenic lipoproteins enhance mesangiai cell expression of 
platelet-derived growth factor: role of protein tyrosine kinase and 
cyclic AMP-dependent protein kinase A (Ha et al). 1998;131:456- 
65 
Glycoproteins 


Ristocetin-mediated interaction of human von Willebrand factor with 


platelet glycoprotein Ib evokes a transient calcium signal: observa- 
tions with Fura-PE3 (Milner et al). 1998;131:49-62 
Temporal induction of clusterin in the peri-infarct zone after experi- 


mental myocardial infarction in the rat (Silkensen et al). 
1998;131:28-35 
Glycosylphosphatidylinositols 

Rapid intercellular transfer of GPlI-anchored CD4 (Low) 
1998;131:189-91 (Editorial) 

Release and extracellular transit of glycosylphosphatidylinositol pro- 
teins (Miller). 1998;131:115-23 (Review article) 

Transfer of surface markers (Hammerschmidt). 1998;131:286 (Cover 
illus. note) 

Variegated transfer of recombinant glycosylphosphatidylinositol- 
anchored CD4 among cultured cells: correlation of flow cytomet- 
ric and microscopic observations (Miller et al). 1998;131:215-21 

H 
Heart 

Mitochondrial respiratory enzymes are a major target of iron toxicity in 
rat heart cells (Link et al). 1998;131:466-74 

This month in J Lab Clin Med (Hammerschmidt). 1998;131:387-90 

Heart arrest, induced 

Mechanism of preservation of myocardial calcium channel function by 
pyruvate cardioplegic solution (Ono et al). 1998;131:136-45 

This month in J Lab Clin Med (Hammerschmidt). 1998;131:11 1-4 

Heart diseases 

A recurrent theme with a new spin: ACE polymorphism and cardio- 

vascular disease (Berglund). 1998;131:485-6 (Editorial) 
Heart transplantation 

Mechanism of preservation of myocardial calcium channel function by 

pyruvate cardioplegic solution (Ono et al). 1998;131:136-45 
Heart valve diseases 

Valve disease associated with chronic intake of fenfluramines (Malak 

et al). 1998;131:475 (Letter) 
Heart ventricle 

Prevention of ventricular remodeling (McDonald). 1998;131:124-9 

(Review article) 
Hematopoiesis 


Regulation of megakaryocytopoiesis and platelet production: lessons 
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from animal models (de Sauvage et al). 1998;131:496-501 (Review 
article) 
Hemoglobin 
Hepatic inflammatory responses to aa-cross-linked hemoglobin infu 
sion in rats (Przybocki et al). 1998;131:432-41 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:387-90 
Hemostasis 
Endotoxin-induced disseminated intravascular coagulation in rabbits 
effect of recombinant hirudin on hemostatic parameters, fibrin 
deposits, and mortality (Hermida et al). 1998;131:77-83 
Hepatectomy; see Liver, surgery 
Hepatitis C virus 
Prevalence of antiphospholipid antibodies in patients with chronic liver 
disease related to alcohol or hepatitis C virus: correlation with liver 
injury (Biron et al). 1998;131:243-50 
Hirudin 
Endotoxin-induced disseminated intravascular coagulation in rabbits 
effect of recombinant hirudin on hemostatic parameters, fibrin 
deposits, and mortality (Hermida et al). 1998;131:77-83 
Histamine 
Effects of histamine and nitric oxide synthase inhibition on plasma lev 
els of von Willebrand factor antigen (Jilma et al). 1998;131:151-6 
Urinary trypsin inhibitor reduces the release of histamine from rat peri 
toneal mast cells (Kobayashi et al). 1998;131:375-85 
HIV-1 
Markers and determinants of progression of HIV-1 infection (Phair) 
1998;131:406-9 (Review article) 
Rationale for immune-based therapies for HIV-1 infection (Valdez et 
al). 1998;131:197-206 (Review article) 
Homeostasis 
Hypoxia-inducible factor | and the molecular physiology of oxygen 
homeostasis (Semenza). 1998;131:207-14 (Review article) 
Human experimentation 
Henkersteg, Niirnberg (the Hangman’s Bridge at Nuremberg) 
(Hammerschmidt). 1998;131:184 (Cover illus. note) 
The Nuremberg Medical Trial: Have we learned the lessons? (Ernst and 
Weindling). 1998;131:130-5 (Ethics) 
This month in J Lab Clin Med (Hammerschmidt). 1998;131 
Hyaluronan 
Increased ascitic level of hyaluronan in liver cirrhosis (Lé 
1998;131:354-9 
Hydrochloric acid 
Acute acid exposure increases rabbit esophageal cell proliferation 
(Carpizo et al). 1998;131:157-62 
Hypertension 
DD genotype of the angiotensin I-converting enzyme gene is a risk fac 
tor for early onset of essential hypertension in Japanese patients 
(Nakano et al). 1998;131:502-6 
Hypoxemia; see Anoxemia 
Hypoxia; see Anoxia 
I 
ICAM-1; see Cell adhesion molecules 
IgE 
IgE down regulation and cytokine induction by Aspergillus antigens in 
human allergic bronchopulmonary aspergillosis (Murali et al) 
1998;131:228-35 
Immunotherapy 
Rationale for immune-based therapies for HIV-1 infection (Valdez et 
al). 1998;131:197-206 (Review article) 
Indomethacin 
Rat gastric mucosal cells express ICAM-! and proinflammatory 


cytokines during indomethacin-induced mucosal injury (Okada et 
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al). 1998;131:538-47 
Infertility 
Assessment of the trypsin-like human prostatic kallikrein, also known 
as hK2, in the seminal plasma of infertile men: respective contri- 
butions of an ELISA procedure and of Western blotting (Tremblay 
et al). 1998;131:330-5 
Inflammation 
Hepatic inflammatory responses to aa-cross-linked hemoglobin infu- 
sion in rats (Przybocki et al). 1998;131:432-41 
Rat gastric mucosal cells express ICAM-1 and _ proinflammatory 
cytokines during indomethacin-induced mucosal injury (Okada et 
al). 1998;131:538-47 
Synovial cell proliferation in inflammatory arthritis (Hammerschmidt). 
1998;131:476 
Insulin 
Quantification of insulin in dried blood spots (Dowlati et al). 
1998;131:370-4 
Insulin-like growth factor 
Interaction of gender and dietary protein on renal growth and the renal 
growth hormone-insulin-like growth factor axis (Murray et al). 
1998;131:360-9 
Integrins 
Interferon-a restores b1-integrin-dependent, collagen-mediated platelet 
aggregation in a patient with chronic myelogenous leukemia 
(Verfaillie et al). 1998;131:163-9 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:111-4 
Interferon-alpha 
Interferon-a restores b1-integrin-dependent, collagen-mediated platelet 
aggregation in a patient with chronic myelogenous leukemia 
(Verfaillie et al). 1998;131:163-9 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:111-4 
Interleukin-1 
Interleukin-| increases expression of the LYT-10 (NFkB2) proto-onco- 
gene/transcription factor in renal cell carcinoma lines (Kurzrock et 
al). 1998;131:261-8 
Interleukin-6 
Postsurgical reduction of serum lipoproteins: interleukin-6 and the 
acute-phase response (Akgiin et al). 1998;131:103-8 
Iron 
Iron chelation therapy: the need for orally active drugs (Hoffbrand). 
1998;131:290-1 (Editorial) 
Mitochondrial respiratory enzymes are a major target of iron toxicity in 
rat heart cells (Link et al). 1998;131:466-74 
Pyridoxal isonicotinoyl hydrazone and its analogs: potential orally 
effective iron-chelating agents for the treatment of iron overload 
disease (Richardson and Ponka). 1998;131:306-15 (Review article) 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:287-9, 
1998;131:387-90 
Iron-dextran complex 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:185-8 
Value of methylprednisolone in prevention of the arthralgia-myalgia 
syndrome associated with the total dose infusion of iron dextran: a 
double-blind randomized trial (Auerbach et al). 1998;131:257-60 
Ischemia 


Purinergic receptors mediate cell proliferation and enhanced recovery 


from renal ischemia by adenosine triphosphate (Paller et al). 
1998;131:174-83 


Japan 
DD genotype of the angiotensin I-converting enzyme gene is a risk fac- 
tor for early onset of essential hypertension in Japanese patients 
(Nakano et al). 1998;131:502-6 
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Editor’s Report, 1997 (with a note about malaise in American academ- 
ic medicine) (Jacob). 1998;131:4-8 (Editorial) 
K 
Kallikrein 
Assessment of the trypsin-like human prostatic kallikrein, also known 
as hK2, in the seminal plasma of infertile men: respective contri- 
butions of an ELISA procedure and of Western blotting (Tremblay 
et al). 1998;131:330-5 
Prostate-specific antigen (hK3) and human prostatic glandular 
kallikrein (hK2) in the detection of early stage human prostate can- 
cer (Wilson). 1998;131:298-9 (Editorial) 
Kidney 
Interaction of gender and dietary protein on renal growth and the renal 
growth hormone-insulin-like growth factor axis (Murray et al). 
1998;131:360-9 
Purinergic receptors mediate cell proliferation and enhanced recovery 
from renal ischemia by adenosine triphosphate (Paller et al). 
1998;131:174-83 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:287-9, 
1998;131:477-9 
Kidney, toxicity 
Cyclosporine A nephrotoxicity: role of thromboxane and reactive oxy- 
gen species (Parra et al). 1998;131:63-70 
Kidney disease 
Essential carbamoyl-amino acids formed in vivo in patients with end- 
stage renal disease managed by continuous ambulatory peritoneal 
dialysis: isolation, identification, and quantitation (Kraus et al). 
1998;131:425-31 
Kidney failure 
Beneficial effects of chronic administration of dietary w-3 polyunsatu- 
rated fatty acids in dogs with renal insufficiency (Brown et al). 
1998;131:447-55 
The role of oxygen free radicals in cisplatin-induced acute renal failure 
in rats (Matsushima et al). 1998;131:518-26 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:387-90 
Kidney medulla 
Hypoxia regulates endothelin-1 production by the inner medullary col- 
lecting duct (Miller and Kohan). 1998;131:45-8 
Kininase II 
DD genotype of the angiotensin I—converting enzyme gene is a risk fac- 
tor for early onset of essential hypertension in Japanese patients 
(Nakano et al). 1998;131:502-6 
A recurrent theme with a new spin: ACE polymorphism and cardio- 
vascular disease (Berglund). 1998;131:485-6 (Editorial) 
Kupffer cells 
Modulation of lipopolysaccharide-mediated activation in rat Kupffer 
cells by antioxidants (Bellezzo et al). 1998;131:36-44 
L 
Lead 
Lead’s toxic legacy for human reproduction: new studies establish sig- 
nificant bone lead release during pregnancy and nursing (Mushak). 
1998;131:295-7 (Editorial) 
Mobilization of lead from the skeleton during the postnatal period is 
larger than during pregnancy (Gulson et al). 1998;131:324-9 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:287-9 
Letter to the Editor 
Valve disease associated with chronic intake of fenfluramines (Malak 
et al). 1998;131:475 
Leukemia, myeloid, chronic 
Interferon-a restores b1-integrin-dependent, collagen-mediated platelet 
aggregation in a patient with chronic myelogenous leukemia 
(Verfaillie et al). 1998;131:163-9 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:111-4 
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Lipids 
Beneficial effects of chronic administration of dietary w-3 polyunsatu- 
rated fatty acids in dogs with renal insufficiency (Brown et al) 
1998;131:447-55 
Pneumolysin ring structures in lipid membranes (Hammerschmidt and 
Morgan). 1998;131:110 (Cover illus. note) 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:387-90 
Lipopolysaccharides 
Endotoxin impairs agonist-induced calcium mobilization in bovine 
aortic myocytes by a nitric oxide—independent mechanism (Murray 
et al). 1998;131:336-43 
Modulation of lipopolysaccharide-mediated activation in rat Kupffer 
cells by antioxidants (Bellezzo et al). 1998;131:36-44 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:287-9 
Lipoproteins 
Atherogenic lipoproteins enhance mesangial cell expression of 
platelet-derived growth factor: role of protein tyrosine kinase and 
cyclic AMP-dependent protein kinase A (Ha et al). 1998;131:456- 
65 
Postsurgical reduction of serum lipoproteins: interleukin-6 and the 
acute-phase response (Akgiin et al). 1998;131:103-8 
Liver 
Assessment of the hepatic circulation in humans: new concepts based 
on evidence derived from a D-sorbitol clearance method (Molino 
et al). 1998;131:393-405 (Review article) 
Hepatic inflammatory responses to aa-cross-linked hemoglobin infu- 
sion in rats (Przybocki et al). 1998;131:432-41 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:387-90 
Liver, surgery 
Prolonged decreases in plasma nitrate levels at early postoperative 
phase after hepato-pancreato-biliary surgery (Satoi et al). 
1998;131:236-42 
Use of proliferating cell nuclear aftigen as a marker of liver regenera- 
tion after partial hepatectomy in rats (Assy et al). 1998;131:251-6 
Liver cirrhosis 
Increased ascitic level of hyaluronan in liver cirrhosis (Lai et al) 
1998;131:354-9 
Liver diseases 
Prevalence of antiphospholipid antibodies in patients with chronic liver 
disease related to alcohol or hepatitis C virus: correlation with liver 
injury (Biron et al). 1998;131:243-50 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:185-8 
Liver regeneration 
Use of proliferating cell nuclear antigen as a marker of liver regenera- 
tion after partial hepatectomy in rats (Assy et al). 1998;131:251-6 
Lupus coagulation inhibitor 
Reactivity patterns of antiphospholipid antibodies and endothelial 
cells: effect of antiendothelial antibodies on cell migration (Lanir 
et al). 1998;131:548-56 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:477-9 
Lymphocytes 
Streptococcal and staphylococcal superantigen-induced lymphocytic 
arteritis in a local type experimental model: comparison with acute 
vasculitis in the Arthus reaction (Abe et al). 1998;131:93-102 
M 
Macrophages, alveolar 
Chemotaxis of alveolar macrophages in response to signals derived 
from alveolar epithelial cells (O’Brien et al). 1998;131:417-24 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:387-90 
Whither goes the alveolar macrophage? another small chapter ts writ- 
ten on the localized response of this crucial cell (Brody) 
1998:131:391-2 (Editorial) 
Macrothrombocytopenia; see Thrombocytopenia 


Mast cells 
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Urinary trypsin inhibitor reduces the release of histamine from rat peri- 

toneal mast cells (Kobayashi et al). 1998;131:375-85 
Medulla, kidney; see Kidney medulla 
Megakaryocytes 

New insights into the regulation of megakaryocyte differentiation and 
platelet production derived from cloning of thrombopoietin and its 
receptor: surprises and unresolved questions as thrombopoietin 
proceeds through clinical trials (Jackson). 1998;131:480-4 
(Editorial) 

Regulation of megakaryocytopoiesis and platelet production: lessons 
from animal models (de Sauvage et al). 1998;131:496-501 (Review 
article) 

Mental retardation 

Assessment of FMRI expression by reverse transcriptase-polymerase 

chain reaction of KH domains (Hmadcha et al}. 1998;131:170-3 
Mesangial cells; see Glomerular mesangium 
Methylprednisolone 

Value of methylprednisolone in prevention of the arthralgia-~-myalgia 
syndrome associated with the total dose infusion of iron dextran: a 
double-blind randomized trial (Auerbach et al). 1998;131:257-60 

Microscopy 

Variegated transfer of recombinant glycosylphosphatidylinositol- 
anchored CD4 among cultured cells: correlation of flow cytomet- 
ric and microscopic observations (Miller et al). 1998;131:215-21 

Midwest Trainee Investigator Awards 

Congratulations to outstanding investigators (Hunninghake) 

1998:131:9 (Editorial) 
Mitochondria 

Mitochondrial respiratory enzymes are a major target of iron toxicity in 
rat heart cells (Link et al). 1998;131:466-74 

This month in J Lab Clin Med (Hammerschmidt). 1998;131:387-90 

Mitogens 
Acute acid exposure increases rabbit esophageal cell proliferation 


(Carpizo et al). 1998:131:157-62 


Effect of serotonin and thromboxane A> on endothelial cell prolifera- 


tion: effect of specific receptor antagonists (Pakala and Benedict) 
1998;131:527-37 

This month in J Lab Clin Med (Hammerschmidt). 1998:131:111-4, 
1998:131:477-9 

Mortality; see Death 
Muscle, cytology 

Endotoxin impairs agonist-induced calcium mobilization in bovine 
aortic myocytes by a nitric oxide—independent mechanism (Murray 
et al). 1998:131:336-43 

Myalgia 

Value of methylprednisolone in prevention of the arthralgia-myalgia 
syndrome associated with the total dose infusion of iron dextran: a 
double-blind randomized trial (Auerbach et al). 1998;131:257-60 

Myocardial infarction 

Prevention of ventricular remodeling (McDonald). 1998:131:124-9 
(Review article) 

Temporal induction of clusterin in the peri-infarct zone after experi 
mental myocardial infarction in the rat (Silkensen et al) 
1998:131:28-35 

Myocytes; see Muscle, cytology 
N 
Nephrotoxicity; see Kidney, toxicity 
New members 
New members. 1998;131:109 
NF-kappa B 
Interleukin-1 increases expression of the LYT-10 (NFkB2) proto-onco- 


gene/transcription factor in renal cell carcinoma lines (Kurzrock et 
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al). 1998:131:261-8 
Nitric oxide 
Auto-destruction of the articular cartilage and free radical mediators 
(Miyagi et al). 1998;131:146-50 
Effects of histamine and nitric oxide synthase inhibition on plasma lev- 
els of von Willebrand factor antigen (Jilma et al). 1998;131:151-6 
Endotoxin impairs agonist-induced calcium mobilization in bovine 
aortic myocytes by a nitric oxide—independent mechanism (Murray 
et al). 1998;131:336-43 
Nitric oxide: a mediator of esophageal motor function (Conklin). 
1998;131:10-20 (Chicago meetings) 
Prolonged decreases in plasma nitrate levels at early postoperative 
phase after hepato-pancreato-biliary surgery (Satoi et al). 
1998: 131:236-42 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:111-4, 
1998;131:185-8, 1998;131:287-9 
Utility of a nitric oxide electrode for monitoring the administration of 
nitric oxide in biologic systems (Tristani-Firouzi et al). 
1998:131:281-5 
Nuclear antigen; see Antigens 
Nuremberg Medical Trial 
Henkersteg, Niirnberg (the Hangman’s Bridge at Nuremberg) 
(Hammerschmidt). 1998;131:184 (Cover illus. note) 
The Nuremberg Medical Trial: Have we learned the lessons? (Ernst and 
Weindling). 1998;131:130-5 (Ethics) 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:111-4 
Nursing; see Breast feeding 
oO 
Omega-3 fatty acids; see Fatty acids, omega-3 
Organ preservation 
Mechanism of preservation of myocardial calcium channel function by 
pyruvate cardioplegic solution (Ono et al). 1998;131:136-45 
Osmosis 
Experimental use of raffinose as an osmotic agent for peritoneal dialy- 
sis (Kohan et al). 1998;131:71-6 
Outstanding Investigator Award 
Congratulations to outstanding investigators (Hunninghake). 
1998;131:9 (Editorial) 
Oxidative stress 
Chronic ethanol administration causes oxidative stress in the rat pan- 
creas (Norton et al). 1998:131:442-6 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:387-90 
Oxygen 
Cyclosporine A nephrotoxicity: role of thromboxane and reactive oxy- 
gen species (Parra et al). 1998;131:63-70 
Hypoxia-inducible factor | and the molecular physiology of oxygen 
homeostasis (Semenza). 1998;131:207-14 (Review article) 
The role of oxygen free radicals in cisplatin-induced acute renal failure 
in rats (Matsushima et al). 1998;131:518-26 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:185-8 
P 
Pancreas 
Prolonged decreases in plasma nitrate levels at early postoperative 
phase after hepato-pancreato-biliary surgery (Satoi et al) 
1998:131:236-42 
Pancreatitis 
Chronic ethanol administration causes oxidative stress in the rat pan- 
creas (Norton et al). 1998;131:442-6 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:387-90 
Pentamidine 
Platelet adhesion onto artificial surfaces: inhibition by benzamidine, 
pentamidine, and pyridoxal-5-phosphate as demonstrated by flow 


cytometric quantification of platelet adhesion to microspheres 
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(Gemmell). 1998;131:84-92 
Peritoneal dialysis 

Essential carbamoyl-amino acids formed in vivo in patients with end- 
stage renal disease managed by continuous ambulatory peritoneal 
dialysis: isolation, identification, and quantitation (Kraus et al). 
1998;131:425-31 

Experimental use of raffinose as an osmotic agent for peritoneal dialy- 
sis (Kohan et al). 1998;131:71-6 

Peritoneum 

Urinary trypsin inhibitor reduces the release of histamine from rat peri- 

toneal mast cells (Kobayashi et al). 1998;131:375-85 
Phosphates 

Mechanism of preservation of myocardial calcium channel function by 
pyruvate cardioplegic solution (Ono et al). 1998;131:136-45 

This month in J Lab Clin Med (Hammerschmidt). 1998;131:111-4 

Phosphatidylinositols 

Rapid intercellular transfer of GPlI-anchored CD4 (Low). 
1998;131:189-91 (Editorial) 

Release and extracellular transit of glycosylphosphatidylinositol pro- 
teins (Miller). 1998;131:115-23 (Review article) 

Transfer of surface markers (Hammerschmidt). 1998;131:286 (Cover 
illus. note) 

Variegated transfer of recombinant glycosylphosphatidylinositol- 
anchored CD4 among cultured cells: correlation of flow cytomet- 
ric and microscopic observations (Miller et al). 1998;131:215-21 

Platelet activation 

Ristocetin-mediated interaction of human von Willebrand factor with 
platelet glycoprotein Ib evokes a transient calcium signal: observa- 
tions with Fura-PE3 (Milner et al). 1998;131:49-62 

This month in J Lab Clin Med (Hammerschmidt). 1998;131:1-3 

Platelet adhesiveness 

Platelet adhesion onto artificial surfaces: inhibition by benzamidine, 
pentamidine, and pvridoxal-5-phosphate as demonstrated by flow 
cytometric quantification of platelet adhesion to microspheres 
(Gemmell). 1998;131:84-92 

Platelet aggregation 

Interferon-a restores b1-integrin-dependent, collagen-mediated platelet 
aggregation in a patient with chronic myelogenous leukemia 
(Verfaillie et al). 1998;131:163-9 

Quantitative assessment of platelets, platelet microparticles, and 


platelet aggregates with flow cytometry (Matzdorff et al). 
1998:131:507-17 


Platelet-derived growth factor 
Atherogenic lipoproteins enhance mesangial cell expression of 
platelet-derived growth factor: role of protein tyrosine kinase and 
cyclic AMP-dependent protein kinase A (Ha et al). 1998;131:456- 
65 


Platelets; see Blood platelets 


Platinum 
The role of oxygen free radicals in cisplatin-induced acute renal failure 
in rats (Matsushima et al). 1998;131:518-26 
This month in J Lab Clin Med (Hammerschmidt). 1998;131:477-9 
Pneumolysin 
Pneumolysin: a multifunctional pneumococcal virulence factor 
(Rubins and Janoff). 1998;131:21-7 (Review article) 
Pneumolysin ring structures in lipid membranes (Hammerschmidt and 
Morgan). 1998;131:110 (Cover illus. note) 
Polymerase chain reaction 
Assessment of FMRI expression by reverse transcriptase—polymerase 
chain reaction of KH domains (Hmadcha et al). 1998;131:170-3 
Pregnancy 
Lead’s toxic legacy for human reproduction: new studies establish sig- 
nificant bone lead release during pregnancy and nursing (Mushak). 
1998;131:295-7 (Editoria!) 
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Mobilization of lead from the skeleton during the postnatal period is 
larger than during pregnancy (Gulson et al). 1998;131:324-9 
Prostate 
Assessment of the trypsin-like human prostatic kallikrein, also known 
as hK2, in the seminal plasma of infertile men: respective contri- 
butions of an ELISA procedure and of Western blotting (Trembiay 
et al). 1998;131:330-5 


Prostatic neoplasms 


Prestate-specific antigen (hK3) and human prostatic glandular 


kallikrein (hK2) in the detection of early stage human prostate can- 
cer (Wilson). 1998;131:298-9 (Editorial) 


Protein kinase A 


Atherogenic lipoproteins enhance mesangial cell expression of 


platelet-derived growth factor: role of protein tyrosine kinase and 
cyclic AMP-dependent protein kinase A (Ha et al). 1998;131:456- 
65 
Proteins 
Beneficial effects of chronic administration of dietary w-3 polyunsatu- 
rated fatty acids in dogs with renal insufficiency (Brown et al). 
1998;131:447-55 
Interaction of gender and dietary protein on renal growth and the renal 
growth hormone-insulin-like growth factor axis (Murray et al). 
1998;131:360-9 
Release and extracellular transit of glycosylphosphatidylinositol pro- 
teins (Miller). 1998;131:115-23 (Review article) 
Proto-oncogenes 
Interleukin-| increases expression of the LYT-10 (NFkKB2) proto-onco- 
gene/transcription factor in renal cell carcinoma lines (Kurzrock et 
al). 1998;131:261-8 
Purinergic receptors; see Receptors, purinergic 
Pyridoxal isonicotinoyl hydrazone 
Pyridoxal isonicotinoyl hydrazone and its analogs: potential orally 
effective iron-chelating agents for the treatment of iron overload 
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